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DEPARTMENT OF THE AIR FORCE #50 
HEADQUARTERS UNITED STATES AIR FORCE 


Mae fees Auditor General, USAF 
Headquarters Western District 
1206 Maple Avenue (Rm 916) 
Los Angeles 15, California 


21 October 1957 


Reports on The Ramo-Wooldridge Corporation 
Los Angeles, California 


Contracting Officer 


The auditor for the Ramo-Wooldridge Corporation has prepared comments 
on the following proposals submitted by the contractor: 


(a) 


(g) 


aah 
Analysis of Proposals CAN-73, ICAN-74) CAN-75, and 
CAN-81- File A-Hal, Pasfeate Es. Btes MH. ity, 


Analysis of Revised Cost Estimates, Field Support Program 


Analysis of Cost Estimate, Proposed Fixed Price Man=-Month 
Field Service Rates for 1956 and 1957 Fil 4-/03% 


Analysis of Proposal for Field Engineering Services, Contract 
A-101, 1 July 1957 to 30 December 1957 


Cost Estimate, Navy Modified System 3 Equipment — W¥-A- 50 1- APPEov ALS 


Analysis oF Gost Siva FOS suppor: Requirements 


Analysis of Proposals CAN-76, CAN-79, CAN~-82, and 


CAN-83 (Ae reckte sey aad ( Ahlaae / 
aad 


2. Copies of comments on each are attached. 
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STATINTL 


G Director, Western District 
Auditor General 


Approved For Release 2009/04/10 : CIA-RDP81B00878R001400010121-6 


